SOUTH FLORIDA WATER MANAGEMENT DISTRICT 


2018 Lower East Coast Water Supply Plan Update 
Stakeholder Meeting #3 


Wednesday, August 22, 2018 at 9:30am 
City of Boca Raton — 6500 Congress Avenue (Building 6500) 


AGENDA 


1. Introduction/Opening Remarks 
Mark Elsner, Water Supply Bureau Chief 
2. Overview of East Coast Floridan Model Simulations 
Pete Kwiatkowski, Section Administrator 
3. Overview of Draft 2018 Lower East Coast Water Supply Plan Update 


Karin Smith, Plan Manager 


4. Next Steps 


5. Adjourn 


